
FACILITY LOCATIONS ( Sites ] - See Atached UsUng 


REPORT OF ANIMALS USED BY OR LINDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessarv or use APHIS Form 7023A 1 


Animate Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
vrfiich teactiing, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
' distress, or used* 
paJn-relievtng 
drugs. 


Number of animals upon 
which experiments, 
teaming, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, anaigesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teadiing. experiments, F. 
research, surgery or lasts were conducted involving 
accompanying pain or disb'ess to the animats and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversety affected the procedures, res 
or inlerprelallon of the teachingp research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animats and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 



1 ) ProfMsiorally acceptable standards governing the care, treatment, and use of animals, indudtng approprfate use ef anesleBc, analgesic, and tranpuilizirg drugs, prior to, during, and following actual rest 
teactiing, testing, sutgery, or experimentation were fotlowed by Ibis research todlily. 

2) Each prindpai Investigator has considered allefnatives to painful procedures. 

the standards and regulattons under the Ad. and It has required that exceptions to the standards and regulaBons be spedfied and explained by the prindpai investigator and ap 
Inslltolional Animal Care and Use Committee (lACUC). A summary of all such axcepthins Is attached to this aniHiat report tn addition to identifying the lACUC-approved exceptions this summary ifK 
bnef explanation of the exceptions, as well as Bie species and number of animals af^ed. 

^Ml^ie^stlending^tertnarien for this research facility has appropriate authority to ensure the provision of adequate valerinary care and to oversee the adequacy of other aspects of snlrral care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Offioer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITimONAL OFFICIAL ( Typt or Print ) 


6, b7c 























